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At firehouse with Loenneke looking 
at King 4/4 at 6 pm. 


William Bishop Lorraine SAMgilfe- 

Motel llSP 

€- 

Fireman who observed shooting. Can 
describe scene in general terms. 

States that newspapers covered windows 
so that Memphis Police could keep King 
party under surveillance without being 
seen. Thinks shot was from rifle and 
came from left. 
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